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DD/S&T-2438-63 


408 Juniper Lane 
Falis Church, Virginia 

December 16, 1963 


Dr, Å. J. A. MacCormick 
Department of Electrical Engineering 
The University of Wisconsin 
Madison, Wisconsin 53706 

Dear Dr. MacCormick: 

Thank you for your letter of interest 
dated 3 December. Like you, 2 was unable to 
attend the Symposium and have not yet written 
up the paper. I will keep your letter on file 
and send you a preprint when it is done. 

Sincerely yours, 


Albert D, Wheelon 
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